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HOME DEPARTMENT 


NOTIFICATION 


The 12th May 2014 
No. 17969 — HOME -HC -COMINQ -0001/ 2014 /HS. — The State Governmenthave appointed the 
Commission of Enquiry headed by the Hon ble Shri Justice Chira Ranjan Pal, a Retired Judge of 
the Hon ble High Court of Orissa to enquire into the demands of different BarAssociations and to 
make an in - depth study in respect of establishmentof a Permanent Bench /Circuit Bench anywhere 
of the State other than the principalseat under certain terms of reference specified in this Department 
Notification No. 14164 / H.S.- 34 /07 /HS ., dated the 11th March 2008. The tenure of the Commission 
was last extended up to the 30th April 2014 vide this DepartmentNotification No. 14955 /HS ., dated 
the 21st April 2014 . 

Since the enquiry is in progress, Government have been pleased to extend the tenure of the 
Commission for a further period of 1 (one ) month with effect from the 1st May 2014 to 31st May 
2014 . 


By order of the Governor 


S.MOHAPATRA 
Joint Secretary to Government 
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